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Control P.C.B.'s and Cabinet Part 


SAFETY TEST 


PLEASE NOTE: When any work is completed on this unit, correct safety tests must be carried out 
to ensure continued electrical safety. 


PLEASE NOTE: All parts sh 
replaced with similar items 


All of these items may be purchased direct from AMSTRAD CONSUMER ELECTRONICS PLC. 


Specification 

(1) Print system: Impact dot-matrix 

(2) Print speed: 105 CPS max 

(3) Printing characteristics: (vertical x horizontal): 9x9 (normal character) 

9x10 (expanded character) 

9 x chosen amount (9 pin bit-image) 

96 characters ASCII + international character sets 


- 10CPI/80CPL 

- 12 CPI / 96 CPL 
-17 CPI/137 CPL 
-5 CPI/40 CPL 
-6 CPI/48CPL 

Double width Condensed - 8.5 CPI / 68 CPL 

(5) Line feed widths: 1/6,1/8,7/72, n/216, n/72 inch (programmable) 

(6) Paper type: Fan-fold. Roll paper, Cut sheet (Friction or tractor feed) 

(7) Number of copies: 2 sheets (incl. original) 40g/m ! pressure-sensitive paper train 

(8) Ink nbbon: Cassette (1 million characters' life per ribbon) 

(9) Interface: Parallel (Centronics compatible) 

(10) Dimensions (Width x Height x Depth) 380 x 100 x 260 


s: Standard (Pica) 
Mini (Elite) 
Condensed 
Double width Stan 
Double width Mini 




AMSTRAD CONSUMER ELECTRONICS PLC 
BRENTWOOD HOUSE, 169 KINGS ROAD, BRENTWOOD, ESSEX CM14 4EF. 
Telephone: 0277 230222 Telex: 995417 Amsele G. 










OIP switch settings 
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CONTROL P.C.B.’S 

















































CABINET DRAWING 








CIRCUIT DIAG 






























































































































UIT DIAGRAM 






















































































































PRINTER MECHANISM 




















- 





































































































ii nr"m m min \ 




















































































ELECTRICAL PARTS LIST 


HD74LS373P 


Zener Diode 3.3V DC 
Sig Diode IN4148 
Zener Diode 27VDC 
IN4004 

Bridge Rect S4VB10 
Bridge Rect S2VB10 
Diode Array D1CA 
LED Grn TLG211 
LED Red TLR211 
8 Way Dip Switch N/O 
10 Way Dip Switch 
Power Switch 2Pit 
P/B Tact Sv • ' 


N/O 


er Coil 


er BS 


190745 

190732 


6.2kohm 

lOkohm 


R46-49. 56-59 


Electrolytic Capacitors 

1UF/50V I Cl, 4 
47UF/16V C26 


0.0022uF/250Vj C32,33 
0.047uF/250V | C31.34 


I 190 

I '90 




















